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(6) Mugs, shaving brushes, razors, scissors, clipping machines, pincers, needles, 
and other instruments shall be steriKzed, either by immersion in boiling water or in 
alcohol of at least 95 per cent strength, or other effective disinfectant approved by 
the health officer, after each separate use. Combs and brushes shall be kept thor- 
oughly cleaned. 

(c) Clean towels shall be used for each person. 

(rf) Alum or other material used to stop the flow of blood shall be applied on a 
clean towel or other clean cloth. 

(«) The use of powder puffs and sponges is prohibited, except that a sponge or puS 
owned by a customer may be used on him. 

(/) Every barber shall thoroughly cleanse his hands immediately before serving 
each customer. 

(g) Every barber's shop shall be well ventilated and provided with hot and cold 
water. 

(h) No barber's shop shall be used as a sleeping room. No person shall be em- 
ployed or shall operate as a barber who has any communicable disease. 

(i) A copy of this article shall be posted in plain view in every barber's shop. 

2. Any person violating any part of this section shall, upon conviction, be fined 
not less than $10 nor more than $100, and each day's continuance of any such nuisance 
or condition mentioned herein shall be a separate offense. 

Street Cars— Cleaning. (Ord. 149, July 9, 1913.) 

Sec. 6. Street cars, etc. — 1. All city and interurban cars shall be thoroughly cleaned 
once each day, and shall be kept in a sanitary condition. 

2. Any person violating any part of this section shall, upon conviction, be fined 
not less than $10 nor more than $100, and each day's continuance of any such nuisance 
or condition mentioned herein shall be a separate offense. 

Garbage and Refuse— Care and Disposal. (Ord. 149, July 9, 1913.) 

Sec. 7. Garbage, ashes, etc. — 1. It shall be the duty of every resident, householder, 
tenant, hotel keeper, boarding-house keeper, retail dealer, and all parties or persons 
occupying dwellings within the city of Lexington to provide, or cause to be provided, 
and at all times keep, or cause to be kept, portable vessels or tanks for holding garbage, 
said vessels or tanks to be perfectly water-tight, and provided with handles on the 
outside and a closely fitting cover, which cover shall not be removed except when 
absolutely necessary. Said vessels or tanks shall be kept in the rear of the premises, 
in the basement, or in passageways most accessible to the collector, and never upon 
the street or sidewalk, and shall be of a capacity of not more than 2 bushels. All 
such vessels, where not easily accessible, shall be promptly delivered to the collector 
when called for, and shall be returned by him to their places without unnecessary 
delay, and no person shall in any manner interfere with said vessels or tanks, or the 
contents thereof, except those authorized for such duty. 

2. No resident householder, tenant, hotel keeper, boarding-house keeper, or any 
other person shall deposit in the garbage vessel or tank any ashes, bottles, glass, tin 
cans, night soil, or other rubbish, and the collector shall refuse to collect such garbage 
until all other refuse matter has been removed therefrom, and the collector shall 
report at once to the health officer all such offenses. 

3. No manure or putrescible matter of any kind shall be permitted to accumulate 
in such a way as to become offensive or objectionable. 

4. Rubbish shall be removed from all premises at least once in six months. 

5. No garbage, ashes, or rubbish shall be thrown or deposited in any street or alley, 
and the presence of such upon any street or alley shall be held to constitute a viola- 
tion of this section on the part of the owner or occupant of the property upon whose 
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half of the street or alley such garbage, ashes, or rubbish is permitted to lie for 24 
hours. 

6. Any and every person failing to perform the duties required of him, or to comply 
with the provisions of this section, shall for every offense, upon conviction, be sub- 
ject to a fine of not less than |10 nor more than $100, and each day's continuance of 
any such nuisance or condition mentioned herein shall be a separate offense. 

Sewers — Connection with, Required. (Ord. 149, July 9, 1913.) 

Sec. 8. Sewage. — 1. Every building situated on any street in the city of Lexington 
where there is a public sanitary sewer shall be connected with said sewer in accord- 
ance with the ordinances of the city governing such connection, so that all sewage 
from the premises shall empty into the sewer, provided that such building is used, 
or intended to be used, as a dwelling or in which persons are employed, or intended 
to be employed, in any manxifacture, trade, or business. It is hereby made the 
duty of each owner of any such building to cause the same to be connected with any 
public sewer already constructed as herein provided within 90 days after the passage 
of this ordinance, and hereafter within 90 days after a public sewer is constructed 
and available for use; and it is hereby made unlawful for any person to occupy or 
use any such building for any of the purposes above mentioned after the expiration 
of such 90 days unless the building is connected with the sewer as herein provided. 

2. It shall be the duty of the health officer to notify in writing the owner or con- 
troller and the tenants or occupants of every building required by this section to be 
connected with the public sewer, and to so connect such buildings, but a failure of 
the health officer to give such notice shall in no case relieve any such owner, tenant, 
or occupant of the penalty prescribed in this section. 

3. Any person who shall violate subsection 1 of this section or fail to comply with 
the requirements thereof shall upon conviction be fined not less than $10 nor more 
than $100 for each offense, and each day's continuance of such violation shall be 
deemed a separate offense. 

Privies and Cesspools — Construction, Care, and Disposal of Contents. (Ord. 149, 

July 9, 1913.) 

Sec. 9. Privies and night soil. — 1. In those parts of the city not provided with sewer 
and water main privy vaults shall be constructed, and the construction of privy 
vaults and cesspools will be permitted only on premises where city water and sewer 
are not accessible. 

2. The construction of privy vaults shall conform to the following specifications 
unless of equally efficient and water-tight construction which may be approved as 
such by the health officer. 

They shall be 5 feet deep and made of either brick or concrete. The walls of such 
vaults, if made of brick, shall be of well-burned brick not less than 4 inches thick 
(one brick thick), laid in standard water-tight cement mortar, and the inside with a 
half-inch coat of Portland or hydraulic cement mortar, in proportion of 1 part Port- 
land cement and 2 parts clean, sharp sand. After this coating is put on it shall be 
given a one-coat wash of such cement. The bottom shall be at least one brick thick, 
laid in such cement mortar, or of such cement concrete 6 inches thick. 

3. When Portland or hydraulic cement concrete is used to construct vaults, the 
walls shall be at least 4 inches thick, laid to form, and the concrete shall be made 1 
part live Portland or hydraulic cement, 3 parts clean, sharp sand, and 5 parts crushed 
stone, free from dust, and of sizes between one-quarter and IJ inches in largest diam- 
eter, and shall be plastered and grouted inside and out as prescribed above for brick 
construction. 

4. Vaults shall be made water-tight Mid their walls continued 12 inches above the 
ground siuJace to prevent surface drainage. No retempered cement shall be used. 
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